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Separate pairliiK to *[lTen to this Part In order that It may he filed 
as a separate compllatkm. 

~™ MINTSTRY^OT OOMMEROB ~ 

PUBLIC NOTICE 
Import T^wde Control 
Errata N(?. 5 

New Delhi, the J 5 th May 1968 
SuBjBCT ;—Import Policy for the year ApriP'SB — March,* 69, 

No. Sj-ITGCP^IVfS.—Attention Is invited to the Ministry of Commerce Public Notices No 
■to-ITC (PN)/61 dated the ist April, 1963, «:i-ITCCPN)/68 dated the and April, iq 68, 88-lTCfPN) 
68 dated the 8th Anrll, 1958. <9-lTGfPN)/68 dated the nth April, 1968, 65-ITC^N)/68 dated 
the ^■^rd Anrll, 1968 and 7y-TTC (PNl/eS dated the 27th April, 1968 on the above subject. The 
following farther amendments shall be made in Vol. I of the current Red Book at appropriate 
places; 


PteeNo.of 

Vol. 1 of the lefetcnce Details of cotrectlonB. 

Red Book 


tt. 


Section Il'P.irt IT Columns 1,2, 3, Below the entries against S. No. 47, tlic 
4. following entries may be deemed to have 

been inserted. 
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No. of 

W. I of the Keference Details of corrections; 

Red Book 


Colujnn I. Colmnn 2. Column 3. Column 4. 

48-A Electric Eiplodera Nil. A. U. Licence* will be 

granted by O.C.I & E., 
New Delhi on the te- 
commendatlonB of the 
Chief Inipector of 
Mines, Dhanbad. 

149. Section V-Appendix 7. After the item ‘Museum Jars' the following 

entry may be deemed to have been inserted: 

“Needles Hypodermic for dental Syringes 
only". . The following types will only be 
allowed to be Imported against licences 
issued for S. Nos. 93^4 (Jj/V:— 

I, Interchangeabh Hypodtrmlc Dental Syriniges only. 


Length. 


Gauge. 

Inches. 

mm. 


7/8 . . 

. ... 23 

26 

I ^ i.. 

aj 

26 

1.3/8 . 

. 42 

26 & 23 

2. Double 

ted Hypodermic Needles for DentalCOrtridge Syringes, 

Length. 


Gauge. 

Inches. 

mm. 


I 

25 

a 5 > 26,&27 

i;l /4 ■ . 

■ . . . 32 

26 Si 27 

1,5/8 . .... 

.... 42 

23,26 & 27 


P.D. KASBEKAR, 

Chief Controller of Imports and EatforCr, 
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